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FEW  words  are  necessary  to  introduce  this 
book,  touching  as  it  does  upon  a  subject 
of  the  widest  interest.  The  object  in  pre- 
senting it  is,  to  place  before  those  contemplat- 
ing building,  a  series  of  designs  for  the 
modern  school,  with  floor  plans,  hoping 
thereby  to  interest  them  in  our  work  in  this 
line. 

The  plans  shown  herein  aim  to  meet  the  re- 
quirements of  villages  and  smaller  cities 
where  school  houses  are  desired,  not  ex- 
pensive or  ornate,  but  combining  the  best 
exterior  effect  in  design  with  practical,  con- 
venient interior  plans  and  sound  construction. 

If  you  are  interested  in  building  a  new  school 
or  library,  or  anything  in  the  building  line, 
write  us  for  information  and  sketches. 

Our  charges  for  complete  working  plans  and 
specifications  will  be  furnished  on  applica- 
tion. We  hope  the  merits  of  our  work  will 
give  us  an  opportunity  of  hearing  from  those 
desiring  work  in  our  line. 


PUBLISHED  BY 

EDGAR  A.  PAYNE,  ARCHITECT 

CARTHAGE,  ILL, 


Copyright.  1919,  by  Edgar  A.  Payne 
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School  Design  No.  500 


A  well  arranged  and  completely 
equipped  fireproof  high  school  of 
400  student  capacity.  Exterior 
faced  with  tapestry  brick.  Lower 
story,  cornice  and  trimming  of 
Bedford  stone.  Heated  by  steam 
and  ventilated  by  fan  system. 
Plumbing  of  highest  grade  school 
type. 
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School  Design  No.  501 


A  fireproof  combined  grade  and  higli  scliool.  Basement  walls  are  of  con- 
crete, superstructure  of  brick.  Lower  story,  cornice  and  trimming  of  Bedford 
stone,  face  brick  buff  tapestry.     Floors  and  roof  of  reinforced  concrete,  stairs 

of  steel  with  marble  treads,  steel 
sash,  corridor  floors  of  tile  and 
room  floors  of  hard  maple.  Ground 
floor  contains  gymnasium,  toilets, 
manual  training  and  domestic 
science  departments.  First  floor  8 
grade  rooms.  Second  floor  an  as- 
sembly hall  seating  200,  recitation 
rooms  and  additional  toilets. 
Heated  and  ventilated  by  indirect 
steam.     Plumbing    of    best    school 
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School  Design  No.  502 


A  stone  High  School  Building,  handsome  in  appearance,  first-class  in  con- 
struction, the  cost  depending  on  locality,  general  conditions,  finish,  etc.  If  situ- 
ation and  drainage  permit,  the  basement  can  be  finished  off  into  play  rooms, 
toilets,  manual  training,  etc.  The  building  should  be  set  well  back  on  a  large 
lot  and  be  accessible  from  all  sides. 
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School  Design  No.  503 


Combined  Grade  and  High  School, 
manual  training  and  domestic  science  in 
basement.  Twelve  grade  rooms  seating 
50  each,  high  school  seating  200  to  300, 
three  recitation  rooms  seating  35  each. 
Foundation  and  basement  walls  of  con- 
crete, superstructure  of  brick,  roof  of 
slate  or  tile.  Heated  and  ventilated  by 
indir  3Ct  steam,  good  plumbing. 
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School  Design  No.  504 


An  Illinois  Townsliip  High  School  of  best  semi-fireproof  construction  and 
equipment.  A  model  plant.  Foundation  of  concrete,  superstructure  of  buff  tap- 
estry brick  with  Bedford  stone  trimmings  and  cornice.  The  gymnasium  has  a 
ceiling  height  of  19  V2  feet  and  is  arranged  to  be  used  for  public  auditorium,  seat- 
ing about  500.     First  and  second  floors  contain  Superintendent's  office,  library, 

recitation  rooms,  laboratories  and 
lecture  room,  and  an  assembly 
room  or  study  hall  seating  175  at 
home  desks.  Interior  trim  is  of 
white  oak,  hall  and  corridor  floors 
of  tile  and  recitation  rooms  of  hard 
maple.  Interior  walls  of  gym- 
nasium, corridors  and  toilet  rooms 
are  faced  with  cream  glazed  brick. 
Heated  and  ventilated  by  indirect 
steam. 
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School  Design  No.  505 


A  combined  grade  and  high  or  con- 
solidated school  of  400  scholar  ca- 
pacity. Gymnasium  has  ceiling  20 
feet,  with  running  track;  assembly 
room  16  feet  and  seats  175  at  home 
desks.  A  complete  plant,  modern  in 
all  particulars.  Fireproof  or  ordinary 
construction.  Exterior  faced  with  buff 
tapestry  brick  and  Bedford  stone 
trimming.  Heated  and  ventilated  by 
indirect  steam.  Plumbing  complete  of 
best  school  type. 
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School  Design  No.  506 


A  combined  grade  and  high,  or  consolidated  school.  Basement  or  ground 
floor  containing  a  gymnasium,  toilets,  manual  training,  and  domestic  science 
departments.  First  floor  has  Superintendent's  office  and  library  in  addition  to 
four  grade  rooms  seating  40  each,  and  the  eighth  grade  room  seating  80  at  single 

desks.  Second  floor  is  arranged  for 
high  school  with  assembly  room 
seating  200,  a  laboratory,  four  reci- 
tation rooms  and  additional  toilets. 
Basement  walls  of  concrete,  su- 
perstructure of  buff  tapestry  brick 
with  cut  stone  trimming  and 
cornice.  Can  be  of  fireproof,  semi- 
fireproof  or  ordinary  construction. 
Heated  and  ventilated  by  indirect 
steam.    Good  plumbing. 
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School  Design  No.  507 


Combined  Grade  and  High  School,  10 
grade  rooms  seating  45  each,  high  school 
room  seating  130,  two  class  rooms  35 
each.  Gymnasium  in  basement.  Founda- 
tion of  concrete,  superstructure  of  brick. 
Heated  by  steam.  Ventilated  by  indirect 
steam.  Good  plumbing  with  water  service 
and  sewage  disposal. 
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School  Design  No.  508 


A  Fire-Proof  School 

Foundation  of  concrete,  superstructure  of 
brick.  Floors  and  roof  of  steel  beams  and 
reinforced  concrete.  Heated  by  steam.  Ven- 
tilated by  indirect  steam  or  fan  system. 
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School  Design  No.  509 


Combined  Grade  and  High  School.  Basement  under  whole  for  heating, 
toilets  and  waiting  rooms,  manual  training  and  domestic  science.  Eight  grade 
rooms  seating  50  each,  high  school  seating  175,  two  recitation  rooms  40  each. 
Basement  walls  of  concrete,  superstructure  of  brick,  roof  of  slate  or  tile.  Heated 
and  ventilated  by  indirect  steam,  good  plumbing. 
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School  Design  No.  510 


A   Fire-Proof  School 

Foundation  of  concrete,  superstructure  of 
brick.  Floors  and  roof  of  re-inforced  con- 
crete. Heated  by  steam.  Ventilated  by  in- 
direct steam.  Good  plumbing,  with  water 
service  and  sewage  disposal. 
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School  Design  No.  511 


A  brick  High  School,  with  stone  trimmings  and  slate  roof.  Foundation  of 
stone  or  concrete.  Basement  under  all  contains  heating  plant,  toilet  and  waiting 
rooms  for  boys  and  girls,  and  manual  training  room.  Heated  and  ventilated  by 
indirect  steam. 


Plan  2 — Arranged  for  an  eight-room  grade  building. 
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School  Design  No.  512 


An  intermediate  or  grammar  grade 
school  with  7  rooms  seating  45  each 
and  grammar  room  seating  80.  Suit- 
able for  a  small  high  school.  Fire- 
proof construction.  Exterior  faced 
with  light  shade  of  tapestry  brick  and 
Bedford  stone  trimming.  Heated  and 
ventilated  by  indirect  steam.  Plumb- 
ing of  best  grade. 
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School  Design  No.  513 

Brick,  with  stone  trimmings  and  slate  roof.  Foundation  stone  or  concrete. 
Basement  under  all  contains  heating  plant,  toilets  and  waiting  rooms  for  boys  and 
girls.  Manual  training  department  could  be  provided  in  basement  story  if  desired. 
Heated  and  ventilated  by  indirect  steam. 
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School  Design  No.  514 


Brick,  with  stone  trimmings  and  slate  roof.  Foundation  stone  or  concrete. 
Basement  under  all  contains  heating  plant,  toilets  and  waiting  rooms  for  boys  and 
girls.   Heated  and  ventilated  by  indirect  steam. 


Plan  I 

Showing  building 
arranged  for  high 
school. 


Plan  II 

Showing  building 
arranged  for  grade 
school. 
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School  Design  No.  515 


An  Illinois  Community  High 
School  of  150  capacity.  Basement 
has  gymnasium,  heating  depart- 
ment, toilets  and  two  laboratories. 
Additional  toilets  on  first  and 
second  floors.  Fireproof  or  ordi- 
nary construction.  Foundation 
walls  of  concrete,  superstructure  of 
pressed  brick.  Steam  heated  and 
ventilated;  good  plumbing. 
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School  Design  No.  §16 


A  well  arranged  and  equipped  Community  High  School  of  200  student 
capacity.  Ground  floor  has  gymnasium  with  spectators'  gallery,  toilets,  shower 
baths  and  lockers,  and  two  laboratories.  Assembly  room  on  main  floor  is  in  front 
of  building  and  seats  128  at  single  desks. 


F'ireproof  or  ordinary  construc- 
tion. Foundation  walls  of  concrete, 
superstructure  of  buff  pressed 
brick  with  cut  stone  trimming. 
Heated  and  ventilated  by  indirect 
steam.  Good  plumbing,  with  water 
service  and  sewage  disposal.  A 
good  plant  of  modern  design  and 
moderate  cost. 
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School  Design  No.  517 


A  one-story  Illinois  Communty  High  School  of  good  arrangement.  The 
study  hall  seats  100  scholars  at  single  desks,  six  good  recitation  rooms  with 
unilateral  lighting,  and  toilets.  The  gymnasium  is  the  striking  feature  and  is  a 
real  Community  Hall,  40x65  feet  in  addition  to  a  large  stage  and  arranged  to  be 
used  for  public  auditorium  seating  500  persons.    The  ceiling  is  20  feet  high  and 

the  floor  is  3  feet  below  the 
main  floor,  each  side  being 
open  to  the  corridors,  the 
corridors  thus  forming  ex- 
cellent seating  space  slight- 
ly elevated.  No  basement 
except  for  boiler  room  and 
fuel  at  rear  outside  the 
main  building.  Foundation 
walls  of  concrete,  super- 
structure of  tapestry  brick 
with  cut  sone  trimming. 
Steam  heated  and  venti- 
lated; good  plumbing. 
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School  DesigQ  JNo.  518 


An  eight  room  grade  building  of  ordinary  or  fireproof  construction.  Foun- 
dation of  stone  or  bricli,  basement  walls  of  paving  brick,  superstructure  of  brick 
with  cut  stone  trimmings.  Rooms  seat  50  scholars  each.  Basement  contains 
heating  plant,  toilets  and  waiting  rooms  for  boys  and  girls.  Heated  and  ventilated 
by  indirect  steam. 
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School  Design  No.  519 


An  eight  room  grade  building  of  ordinary 
or  fireproof  construction.  Basement  walls 
of  concrete  and  paving  brick,  superstruc- 
ture of  pressed  brick,  with  cut  stone  trim- 
mings. Heated  and  ventilated  by  indirect 
steam. 


^B-a=mer,l   p=>o  — 


—  prit  fl^r  ff»o 


^a^oonJ   floor— 


EDGAR  A.  PAYXE,  ARCHirECr.   CARTHAGE,  ILL. 


,.  \ 


School  DesigQ  No.  520 


HiTc  is  a  model  school  building  of  somewhat  unusual  arrangement,  having 
a  very  commodious  central  hall.  Each  of  the  eight  school  rooms  will  seat  50 
l)ui)ils  at  single  desks,  and  special  attention  has  been  given  to  the  ligliting  and 
ventilation.  Tiie  basement  story  can  be  finished  as  the  location  and  the  m.^^ns  at 
command  will  i)ermit.  The  basement  story  is  of  stone.  The  superstructure  is  of 
brick  and  should  be  faced  with  buff  or  gray  pressed  brick.  The  r.of  can  be 
shingled  or  covered  with  slate  as  the  means  will  permit.  The  cost  of  ciiUrse,  would 
depend  on  the  manner  of  construction,  and  the  extent  and  quality  of  finish. 
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School  Design  No.  521 


An  eight  grade  school,  each  room  accommodating  sixty  pupils.  Basemrat 
contains  toilet  rooms,  play  rooms  and  heating  plant.  Exterior  of  red  pressed 
brick  with  stone  trimmings.  Foundation  of  stone.  Roof  of  slate  or  shingles.  In- 
terior trimmed  in  yellow  pine  in  natural  color.  Heated  and  ventilated  by  indirect 
steam. 
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School  Design  No.  522 


Brick,  with  stone  trimmings  and  slate 
roof.  Foundation  of  stone  or  concrete.  Six 
school  rooms  and  a  completely  fitted  gym- 
nasium with  running  track,  etc.  Heated  and 
ventilated  by  indirect  steam. 
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School  Design  No.  523 


A  neat  small  High  School  building  of 
moderate  cost,  fireproof  or  ordinary  con- 
struction. Foundations  of  concrete,  base- 
ment walls  of  paving  brick,  superstructure 
pressed  brick.  Steam  heated  and  venti- 
lated. 
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School  Design  No.  524 

A  small  training  school  of  moderate  cost.  Manual  training  and  domestic 
science  departments  and  a  well  equipped  gymnasium  with  running  track,  etc. 
Foundation  of  concrete,  superstructure  of  brick,  with  slate  or  tile  roof.  Heated 
and  ventilated  bv  indirect  steam. 
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School  Design  No.  525 


A  small  combined  grade  and  high,  or  consolidated  school  of  attractive 
design  and  moderate  cost.  Basement  has  play  rooms,  toilets  and  heating  plant. 
First  floor  three  grade  rooms,  second  floor  one  grade  room  and  an  assembly 
room  seating  125  at  single  desks,  a  library,  rest  room  and  teachers'  toilet. 


Basement  walls  of  concrete,  su- 
perstructure of  pressed  or  tapestry 
brick  with  Bedford  stone  trim- 
ming. Can  be  of  fireproof  or  ordi- 
nary construction.  Heated  and  ven- 
tilated by  indirect  steam.  Good 
plumbing,  with  water  service  and 
sewage  disposal. 
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School  Design  No.  526 
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A  six  room  grade  school  of  most 
complete  and  modern  arrangement 
and  design.  Could  readily  have  two 
additional  rooms  at  rear.  Toilets,  play 
room  and  heating  plant  in  basement. 
Fireproof  or  ordinary  construction. 
Foundation  walls  of  concrete,  super- 
structure of  tapestry  brick  with  Bed- 
ford stone  trimming.  Heated  and  ven- 
tilated by  indirect  steam.  Good 
plumbing. 
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School  Design  No.  527 


An  attractive  small  one  story  and  basement  high  school  building,  modern 
in  all  its  arrangements  and  design.  Ground  floor  has  a  good  gymnasium,  toilets, 
domestic  science  and  manual  training  rooms.  Main  floor  has  an  assembly' 
room  seating  128  at  single  desks,  four  recitation  rooms,  wardrobes,  etc.,  and  an 
office  over  the  front  entrance. 

Of  fireproof  or  ordinary  construction.  Foundation  walls  of  concrete, 
superstructure  of  pressed  brick  wdth  Bedford  stone  trimming.  Heated  and  venti- 
lated by  indirect  steam;  good  plumbing  with  water  service  and  sewage  disposal. 
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School  Design  No.  528 


A  small  one  story  and  basement  high  school  of  moderate  cost.  The  base- 
ment story  has  a  good  gymnasium  with  spectators'  gallery,  toilets,  shower  baths 
and  lockers,  manual  training  and  domestic  science  departments. 

The  assembly  room  on  main  floor  seats  125  at  single  desks.  Fireproof  or 
ordinary  construction.  Foundation  walls  of  concrete,  superstructure  of  pressed 
brick.    Steam  heated  and  ventilated;  good  plumbing. 
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School  Design  No.  529 


A  small  High  School  building  of  moder- 
ate cost,  with  assembly  room  on  first  floor, 
fireproof  or  ordinary  construction.  Foun- 
dation and  basement  walls  of  concrete, 
superstructure  of  pressed  brick.  Steam 
heated  and  ventilated;   good  plumbing. 
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School  Design  No.  530 


An  eight-room  brick  school  building  of  neat,  attractive  design.  The  base- 
ment story  is  of  stone,  and  contains  heater  and  fuel  rooms,  play  rooms,  and  toilet 
rooms  for  boys  and  girls.  The  first  and  second  stories  contain  seven  rooms,  seat- 
ing ()0  pupils  each  at  single  desks,  also  a  high  school  room  seating  about  100,  also 
a  jjrincipal's  office  and  recitation  room  or  library.  The  superstructure  to  be  built 
of  common  or  pressed  brick,  and  roof  of  shingles  or  slate.  The  cost  would  vary 
according  to  finish  and  local  conditions. 
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EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 
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School  Design  No.  531 


A  grade  building  of  eight  rooms  on  one 
floor  seating  50  scholars  each.  Basement 
contains  heater,  toilets,  waiting  rooms, 
domestic  science  and  manual  training. 
Foundation  of  concrete,  superstructure  of 
brick,  slate  or  tile  roof.  Steam  heated  and 
ventilated. 
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EDGAR  A.  PAYXE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  532 


This  school  building  is  excellently  arranged  for  convenience  and  access  of 
the  six  rooms,  and  each  room  is  especially  well  lighted  and  ventilated.  The 
exterior  is  treated  with  a  combination  of  pressed  brick  and  cut-stone,  and  would 
make  a  very  attractive  building  for  any  suburban  locality,  especially  if  set  well 
back  from  the  street  and  surrounded  with  ample  grounds.  In  design  and  interior 
arrangement  we  have  a  most  satisfactory  and  well  equii^ped  school. 
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EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  533 


Brick,  with  stone  trimmings  and  slate  or  tile  roof.    Foundation  stone  or 
concrete.   Basement  under  all  contains  heating  plant  and  toilets.   Heated  by  steam. 


EDGAR  A.   /MV.V£.  ARCHITECT.   CARTHAGE.  ILL. 
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School  Design  No.  534 


Brick,  with  stone  triniimngs  and  slate  roof.     Foundation  stone  and  concrete. 
Basement  under  all  contains  heating  plant  and  toilets.    Heated  by  steam. 


Plan  I 

Showing  building  ar- 
ranged for  six  grade 
rooms. 


Flan  II 

Showing  building  ar- 
ranged for  small  higli 
school. 
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School  Design  No.  535 


A  one  story  grade  building  of  four  rooms  seating  40  scholars  each,  with 
unilateral  lighting.  Foundation  walls  are  of  concrete,  superstructure  of  brick 
faced  with  light  color  tapestry  brick  arid  Bedford  stone  trimming.  The  interior 
trim  is  of  Georgia  pine  and  the  floors  of  hard  maple.  Heated  and  ventilated  by 
indirect  steam;  good  plumbing  and  sewage  disposal. 
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School  Design  No.  536 


Brick  with  stone  trimmings  and  slate  roof.  Foundation  stone  or  concrete. 
Basement  under  all  contains  heating  plant  and  toilet.  Heated  and  ventilated  by 
indirect  steam. 


EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  537 


A  grade  building  of  four  rooms  seating  40 
scholars  each.  Basement  walls  of  concrete, 
superstructure  of  red  pressed  brick,  roof  of 
metal  Spanish  Tile.  Heated  and  ventilated 
by  indirect  steam,  good  plumbing  and  sew- 
age disposal. 
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School  Design  No.  538 


Brick,  with  stone  trimmings  and  slate  roof.  Foundation  stone  or  concrete. 
Basement  under  all  contains  boys'  and  girls'  play  rooms,  Manual  Training  room 
and  heating  plant.  A  four-room  school  of  the  cottage  plan,  all  rooms  being  on 
same  floor.    Heated  by  steam. 


EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  539 


A  grade  building  of  four  rooms  seating  40  scliolars  each.  Basement  under 
all  contains  toilets,  waiting  rooms  and  heating  plant.  Basement  walls  of  concrete, 
superstructure  of  red  pressed  brick  with  stone  trimming.  Interior  trim  of  Georgia 
pine  in  natural  color.  Heated  and  ventilated  by  indirect  steam.  Good  plumbing 
and  sewage  disposal. 


m 


□  □  □  □  □ 

□  a  □  □  □ 
cscko-l  Room: 

□  anon 

□  □  D  □  □ 

□  D  D  □  a 

□  a  □  C3  □ 


--prt,\ 


a 


n  □  □  a  □ 
a  p  p  cj  □ 

School  fxoorol 

Q  a  a  □  p 

□  a  □  □  a 

n  □  n  □  □ 

p  □  n  □  d 


^  g)eooncl 


□ 

□ 

p 

p 

°   1 

□ 

a 

u 

D 

□   I 

□ 

a 

D 

a 

a   1 

U 

^if?-r>;"^  1 

33« 

■=»-< 

U 

L 

._ 

TP    UL 

D 

U 

n 

n 

□    1 

D 

a 

n 

u 

n 

□    1 

f'loor- 


EDGAR  A.  PAYXE.  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  540 


A  three-room  brick  school  with  basement,  complete.  Rooms  seat  45  scholars 
each.  Basement  walls  of  concrete,  superstructure  of  pressed  brick,  roof  shingled. 
Heated  and  ventilated  by  indirect  steam.    Interior  trim  Georgia  pine. 


EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  541 


Frame,   sided.    Roof  shingled.     Basement  under  all,  contains   heater   and 
play  rooms.    Interior  trim  Georgia  pine.   Heated  by  steam  and  well  ventilated. 
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EDGAR  A.  PAYXE.  ARCHITECT.   CARTHAGE,  ILL. 


School  Design  No.  542  • 


A  three-room  brick  school.    Stone   foundation,  basement  under  all.     Roof 
slate  or  shingle.    Heated  by  steam  or  furnace.    Interior  trim  Georgia  pine. 


EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  543 


Frame,  sided.    Stone  foundation.    Roof  shingled.  Basement  contains  heater. 
Interior  trim  Georgia  pine.  Heated  by  steam. 


EDCfAH  A.  PAYXE.  ARCHITECT.   CARTHAGE,  ILL. 


School  Design  No.  544 


Frame,  sided.   Roof  shingled.    Stone  foundation.    Basement  contains  heater. 
Interior  trim  Georgia  pine.    Heated  by  furnace. 
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School  Design!  No.  545 

Brick,  with  shingled  roof.   Stone  foundation.  Base- 
ment under  all.    Heated  by  steam. 


Showing  building  arranged  with  two  or  three 
rooms.  Two  rooms  connected  by  rolling  partition  so 
they  may  be  thrown  together  for  asembly  when  de- 
sired. 
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EDGAR  A.  PAYXE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  546 


Brick,  with  stone  trimmings  and  metal  Spanish  Tile  roof.  Basement  walls 
of  stone  or  concrete.  Interior  trim  Georgia  pine.  Heated  and  ventilated  by 
indirect  steam. 
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EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  547 


Brick,  with  stone  trimmings  and  metal  tile  roof.  Basement  walls  of  stone 
or  concrete.  Interior  trim  Georgia  pine.  Heated  and  ventilated  by  indirect 
steam. 
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EDGAR  A.  PAYXE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  548 


A  two-room  building  more  suitable  for  Southern  states.  Basement  walls  of 
stone  or  brick,  superstructure  of  brick,  with  slate  or  shingle  roof.  Interior  trim 
Georgia  pine.    Heated  by  steam.    Good  plumbing  and  sewage  disposal. 


EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


School  Design  No.  549 


Brick,  with  stone  trimming.  Basement  under  part  of  building  for  heater. 
Foundation  walls  of  concrete  or  stone.  Interior  trim  Georgia  pine.  Heated  by 
steam. 
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Dormitory  Design  No.  560 


A  ladies'  dormitory  accommodating  30  girl  students.  Each  room  contains 
two  single  beds  and  two  good  closets.  Each  floor  contains  wide,  spacious  hall, 
bath  room  and  wide,  easy  stairs.  The  third  or  attic  floor  could  be  finished  off 
into  several  additional  rooms  if  desired.  Basement  contains  kitchen,  laundry, 
large  dining  room,  servants'  bed  rooms  and  heating  department. 

Basement  walls  are  of  stone,  superstructure  of  brick,  with  slate  roof. 
Heated  by  steam. 
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EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


Dormitory  Design  No.  561 

A  ladies'  dormitory  building,  capacity  210  girl  students.  Each  floor  con- 
tains four  bath  rooms  completely  fitted,  and  four  wide  flights  of  easy  stairs  from 
basement  to  third  floor  and  attic.  Basement  contains  a  large  gymnasium  room,  a 
model  kitchen,  sewing  room,  laundry  room,  servants'  bed  rooms,  janitor's  rooms, 
etc.  First  floor  also  contains  large  reception  room,  matron's  office  and  living 
room  and  large  dining  room. 

Basement  walls  are  of  concrete,  superstructure  of  brick,  slate  roof  and 
steam  heat. 
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EDGAR  A.  PAYXE,  ARCHITECT,   CARTHAGE,  ILL. 


Gymnasium  Design   No.  570 

A  model  gymnasium  building,  well  fitted  and  of  moderate  cost.  The  base- 
ment contains  a  large  swimming  pool  with  sloping  floor  and  a  water  depth  of 
from  4  to  6  feet.  The  water  in  pool  is  heated.  Also  provides  shower  baths, 
sponge  baths,  drying  room,  toilets  and  ample  lockers.  The  main  gymnasium  has 
story  22  feet  high,  with  gallery  running  track. 

The  basement  walls  are  of  stone,  the  superstructure  of  brick  and  roof 
shingled.  Heated  by  steam.  Greater  attention  was  given  to  solidity  of  construc- 
tion and  completeness  of  equipment  than  to  exterior  appearance. 
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EDGAR   A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 
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Library  Design  No.  580 


A  public  library  building  of  most  suitable  design,  very  complete  in  all  its 
appointments.  There  is  a  basement  under  the  entire  building,  to  be  used  as 
desired,  for  storage,  heater,  unpacking,  etc.  Basement  walls  of  concrete,  upper 
walls  of  brick  faced  with  dressed  Bedford  stone.     Heated  by  steam. 

We  are  always  glad  to  figure  with  parties  interested  in  the  construction  of 
public  buildings  of  any  character,  and  gladly  furnish  sketches  for  same  at  any 
time. 
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EDGAR  A.  PAY^E,  ARCHITECT,   CARTHAGE,  ILL 


Library  Design  No.  581 


This  library  building  has  a  most  excellent  arrangement  of  rooms  on  the 
main  floor.  Basement  under  the  whole  contains  the  usual  heater  and  storage 
rooms,  and  a  large  auditorium  for  public  gatherings,  lectures,  etc.  The  basement 
walls  are  of  concrete  to  the  grade  line,  thence  of  paving  brick  to  the  main  floor, 
and  above  of  pressed  brick,  and  the  roof  of  tile.   Heated  by  steam. 
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EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


Library  Design  No.  582 


A  neat  little  one  story  Carnegie  Library.  The  basement  and  walls  are  of 
concrete  and  the  superstructure  of  pressed  brick  trimmed  with  Bedford  cut 
stone.  Roof  of  slate  or  tile.  Basement  under  whole  building  contains  heating 
and  work  rooms  and  an  assembly  room  for  public  gatherings,  lectures,  etc. 
Heated  by  steam. 

We  plan  public  libraries,  schools  and  all  other  public  buildings,  and  are 
at  all  times  willing  and  glad  to  submit  sketches  for  such  to  interested  parties. 


EDGAR  A.  PAYNE,  ARCHITECT.   CARTHAGE,  ILL. 


Library  Design  No.  583 


A  beautiful  design  for  a  oiie-story  public  library.  The  basement  walls  are 
of  concrete  and  the  superstructure  of  pressed  brick  trimmed  with  cut  stone. 
Roof  of  slate  or  tile. 

Basement  contains  heater  and  toilet  rooms,  storage  and  unpacking  rooms. 

We  will  be  glad  at  any  time  to  submit  special  designs  for  public  or  private 
buildings  of  all  classes  to  parties  interested  in  same. 
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EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL. 


Libraiy  Design  No.  584 


This  library  building  has  three  rooms  on  main  floor,  with  basement  under 
whole  to  be  used  for  heater  and  storage,  smoking  room,  unpacking  room,  etc. 
Basement  of  concrete  or  stone,  upper  walls  of  brick,  with  roof  of  tile. 

We  make  designs  for  public  libraries,  schools,  and  all  other  public  build- 
ings, and  are  at  all  times  willing  to  furnish  sketches  to  parties  interested  in 
building. 
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Library  Design  No.  585 


A  neat  design  for  a  one-story  and  basement  library.  The  basement  is 
of  concrete  to  watertable,  and  above  this  point  is  of  pressed  brick  with  cut 
stone  trimmings.     Flat  roofs  of  gravel  or  tin. 

Basement  contains  boiler  room  and  one  large  room  that  could  be  used  for 
smoking  room  or  unpacking  room.     Heated  by  steam. 


EDGAR  A.  PAYNE,  ARCHITECT,   CARTHAGE,  ILL, 


Library  Design  No.  586 


A  one-story  and  basement  public  library.  This  building  is  plain  and  inex- 
pensive to  build.  The  basement  walls  are  of  concrete  and  the  superstructure  of 
brick,  faced  with  red  pressed  brick  and  cut  stone  trimmings.  Roof  slate  or 
shingles. 

The  basement  has  heater  and  fuel  rooms,  toilet  rooms  for  ladies  and 
gentlemen  and  unpacking  room. 

Special  designs  for  all  classes  of  buildings,  both  public  and  private,  will  be 
submitted  to  parties  contemplating  building. 
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The  Bernhard  Boiler 


LOWEST  IN  STATURE HIGHEST 

IN  EFFICIENCY 

Especially  adapted  for  Schools,  Churches,  Clubs, 
Theatres  and  Libraries 

The  BEST  BOILER  to  use  in  connection  with  a 
Fan  or  Vapor  System 


OUR  CATALOG  SHOWING 

TWENTY  SUPERIOR  FEATURES 


Will  be  mailed  for  the  asking 


Kanawha  Manufacturing  Co. 


175  W.  Jackson  Blvd. 
Chicago 


Charleston, 
W.   VA. 


101  Park  Avenue 
New  York  City 


"Acmetyle''  Flooring 

Fireproof,  Sanitary,  Durable, 
Jointless.  Its  superiority  in 
these  qualities  makes  it  ideal 
for  the  hard  service  of  schools 
and  institutions.  Makes  old 
floors  fireproof,  sanitary  and 
new  at  a  small  cost  Laid  in 
attractive  colors. 

SAMPLES  SENT  ON  REQUEST 

Acme  Asbestos  Covering  and  Supply  Company 
401  N.  Ada  Street,  CHICAGO 


Asbestos  Pipe  Covering 

We  are  supplying  Chicago  Schools  all 
Coverings.  Have  your  architect  specify 
Acme  Asbestos  Air  Cell  four  ply  for  all 
heating  pipes  and  for  boilers  Magnesia 
Asbestos  Blocks  l^i  inch  thick  finished 
with  V2  inch  of  cement  and  6  ounce 
canvas;  the  blocks  and  cement  to  con- 
tain not  less  than  121o  of  asbestos  fiber. 
This  gives  satisfaction  and  means  econ- 
omy.  A  full  line  of  Asbestos  Insulation. 

Acme  Asbestos  Covering  &  Supply  Co., 

401  N.  Ada  Street,  CHICAGO 


Ventilating 
Sanitary 
Opens  Easily 


Evans  Vanishing  Door  Wardrobe 

Class  A 


Noiseless 

Doors  Cannot  Stick 

Closes  Easily 
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Floor  Plan  and  Section  Evans  Vanishing  Door  Wardrobe. 

The  measurements  here  given  are  stock  sizes.     Any  other  sizes 
Vv'ill  be  made  to  order  at  special  prices. 

WARDROBES 

Class  A.     For  each  unit  of  four  feet  as  shown. 

Yellow  Pine  or  Red  Gum  $46.00 

Unselected   Birch  or  Plain  Oak  50.00 

Class  A.     For  each  four  foot  unit  made  to  set  flush. 

Yellow  Pine  or  Red  Gum  $44.00 

I'nselected   Birch  or  Plain  Oak  48.00 

All  the  above  to  be  in  the  White,  complete  with  hardware  ready  to 

assemble. 

EVANS  VANISHING  DOORS  mo\c  on  double  pivoted  arms— no 
tracks  or  noisy  rollers.  Every  piece  of  work  is  substantially  built 
and  guaranteed. 

For  Schools,  Offices,  Hospitals,  Hotels  and  the  Home 

For  further  information,  complete  details  or  a  catalog  in  colors 
"Pictures  that  Talk"  showing  various  Vv^ardrobes,  Lockers,  Tele- 
phone Booths,  Lavatory  and  Locker  Cabinets,  address 

W.  L.  Evans,    Main  Street    Washington,  Ind. 


Grirls'    GyTnnasium — Centi-al  High   School,   Washington,    D.   C. 


It  is  not  an  uncommon  prac-tice  to  specify  Medart  Products  as  a  standard  for  quality. 
Such  specifications  provide  for  the  best  possible  service,  as  well  as  the  most  efficient 
equipment. 

Our  Engineering  Department  is  at  the  service  of  institutions  planning  buildings  with 
locker  rooms,  gymnasium  or  swimming  pools.  This  Engineering  Service  is  backed  by  an  ex- 
perience of  43  years  in  this  work.  Its  use  is  encouraged  jsrimarily  with  the  view  of  develop- 
ing gymnasium  and  locker   equipments   to   the  highest   standard  of   efficiency. 

We  have  incorporated  in  our  general  catalog  a  section  of  16  pages,  10x12  inches  on 
gymnasium  planning.  This  part  of  our  128  page  book  was  prepared  by  our  Engineering 
Department.  It  answers  the  hundred  little  problems  of  gymnasium  technicalities  as  they 
would  be  answered  by  the  consensus  of  Physical  Directors'  opinions.  It  is  a  handy  refer- 
ence book  and  covers  precisely  the  data  wanted  by  those  persons  planning  the  gymnasium 
feature  of  their  building. 

This   128   page   book  will  be   mailed   free   on   request.      Write   for   it. 

FRED  MEDART  MFG.  CO., 


ST.  LOUIS,  MO. 
Gymnasium  Apparatus        Playground  Apparatus 


Steel  Lockers 


Boys'  Locker  Room — Central  High  School,  Washington,  D.  C. 


In  the  modern  school  building,  marble  is  used  as  much  for  utili- 
tarian purposes  as  for  a  decorative  material. 

Formerly  marble  was  i^enerally  considered  as  a  refinement  used 
in  buildings  to  please  the  eye. 

Its  use  has  proven  it  to  be  equally  desiralde,  whether  from  a 
standpoint  of  utility  or  beauty. 

There  are  many  utility  marbles,  beautiful  in  color  and  moderate 
in  ])rice,  suitable  for  stall  enclosures  and  wainscot  in  toilet  rooms 
and  shower  rooms,  for  floors  and  wainscot  in  corridors  and  entrances, 
for  stairways  and  in  fact  for  any  part  of  a  building  requiring  a  non- 
absorbent  and  durable  material. 

As  compared  to  substitutes  having  sufficient  merit  to  be  worthy 
of  consideration,  the  cost  of  marble  is  not  unfavorable,  the  upkeep  is 
less,  the  sanitary  non-absorbent  cjualities  superior,  and  the  beauty  of 
the  marble  beyond  comparison.     Ask  for  estimates. 

N.  0.  Nelson  Marble  Works 

ST.  LOUIS,  MISSOURI 

Main  Office  and  Finishing  Plant,   Edwardsville,  Illinois 


Pressweld  is 
an  entirely 
new  product, 
absolutely  un- 
co nnected 
with  any  pre- 
vious pressed 
metal  radiator 
companies. 


Pressweld  Radiation 

for  better  heating  and 
ventilation  of  Schools 

The  healing  of  schools  today  must  take  account  of  more  than  the 
actual  temperature  attained.  It  is  essential  that  proper  ventilation  be 
secured.  It  is  necessary  to  conserve  space,  save  fuel,  obtain  utmost 
durability,  get  maximum  radiation  in  minim_um  time,  save  weight  of 
equipment  and  provide  against  cracking  and  leakage  in  time  of  frost. 
It  is  peculiar  to  PRESSWELD  to  possess  ALL  the  advantages  indi- 
cated above  in  greater  measure  than  any  other  radiation  on  the 
market.  Persons  interested  in  School  Heating  will  find  "PRESS- 
WELD" the  solution  of  this  as  of  all  other  heating  problems. 

Modern  Heating  contains  some 
interesting  data  on  effective  School 
Heating.  Write  Department  "J" 
for  your  copy  today. 

AMERICAN  PRESSWELD  RADIATOR  CORP. 

DETROIT,  MICHIGAN 


FOR= 


Schools,  Public   Buildings  and  Factories 

MAXCO 

SEAT  ACTION   WATER  CLOSETS 


DEPENDABLE 


SANITARY 


ECONOMICAL 


10,000  in  daily  use  in  Ford  Motor  Plant  alone 


■-■-^     I 


.  =  D 


Write  for  further  particulars 


Sherwood  Brass  Works 


Detroit,   Michigan 


FOR  EXIT  AND  FIRE  ESCAPE  DOORS 

A  PANIC  caused  by  fire  results  in  a  terrible  catastrophe.  Therefore,  to 
safeguard  against  such  a  calamity,  Schools,  Theaters,  Public  Buildings  should 
be  equipped  with  "Smith's  Improved"  Panic  Exit  Locks.  The  slightest  touch 
against  any  part  of  crossbar  instantly  releases  the  latches,  causing  the  door  to 
swing  outward,  thereby  providing  a  ready  means  of  escape.  These  Exit  Locks 
can  be  operated  by  a  small  child,  and  they  are  always  positive  in  action. 

"Smith's  Improved"  are  the  exit  locks  that  are  most  known  because  of 
their  Easy  Working  Gravity  Action,  Construction,  Simplicity,  Durability  and 
Perfect  Operation. 


Mortise  Type  for 
Active  Door  fur- 
nished with  Handle 
or  Knob  and  Es- 
cutcheon, with  Cyl- 
inder on  outside, 
allowing  locking  or 
opening  door  from 
outside  but  always 
ready  to  open  on  in- 
side by  slight  touch 
against  any  part  of 
cross-bar  from 
within. 

Mortise  Types  also 
made  for  single  en- 
trance or  Exit 
Doors. 


Gravity  Type  for 
Standing  Door  can 
be  opened  from  in- 
side at  all  times  by 
a  slight  touch 
against  the  cross- 
bar at  any  point. 
Locks  top  and  bot- 
tom. No  outside 
hardware. 

Gravity  Type  also 
for  Fire  Escape 
Doors. 


Morf'^'e 
Type 


Made      in      Three 

Sizes        and        many 

Gravity 

styles. 

Type 

Send    for    catalog. 

Combination  for  Double  Entrance  Door 


Frank  F.  Smith  Hardware  Co., 


81  Clay  Street 


NEWARK,  N.  J. 


SEATING  AND  EQUIPMENT 


FOR- 


Schools 


Churches  --  Theaters   --  Auditoriums 
and  all  Public  Buildings 

FOR  THE  CLASS  ROOM 

American  Tubular  Steel  Desks, 
Moulthrop  Movable  Chair  Desks, 
Oxford  '18  Desks, 
Blackboards,  Maps,  Globes. 

FLOOR  COVERINGS 

Amasole  Leather  Mats, 
Cork  Carpet,  Linoleum 


AAERIH  SEEING  COAPAiY 


General  Offices:     14  East  Jackson  Boulevard,  CHICAGO 

Sales  Offices  in  all  Principal  Cities 


D 


RAPER"S    cotton    diu-k    wiiuUiw    shades    lead,    they    solve    the    in-obleni    of    shutting   out   of    the    sohooi 
room   the   glaring  rays  of  the   sun,   without   shutting   out    the   light. 

They   protect   the   eyes   of   the   pupil   and   teacher   and    remove    all    the    strain    due    to   improper 


regulation    of   light   in    the   school  room. 


They  are 
well   made 
cf  good 
sulistantial 
material 
and   ([uality 
h:is  not  been 
overlooked. 


They   have 

given 

satisfnetary 

service   for 

many    year., 

in    schools 

all   over 

the    ciiuntry. 


They  can   be   ad.iusted   to  meet   all   conditions  without   any   trouble. 

The  years  of  experience  enable  the  Manufacturer  of  this  most  e.Ncellent  article  to  have  taken  it  out 
of  the  field  of  experiments  and  placed  it  upon  the  sound  liasis  of  actual  worth.  Please  tell  us  how 
many  windows  there  are  in  your  school  l)uilding,  specify  tlic  size  and  style  and  we  shall  be  glad  to 
(|uotc   you   prices. 

LUTHER  0.  DRAPER  SHADE  COMPANY 


SPICELAND,  INDIANA 


SUPREME 


Caxton  Reinforced  Blackboard  is  not  merely  a  sub- 
stitute for  slate — it  is  a  displacer  of  slate  because 

1.  The   surface  is   superior  to   slate. 

2.  It  will  wear  for  years. 

3.  The   installed   cost   is    Vz    that   of   slate. 

The  surface  of  Caxton  Reinforced  Blackboard, 
made  of  ground  slate,  carborundum  and  binding  ma- 
terials, is  not  brushed  on  the  blackboard.  It  is  troweled 
on  in  four  layers  making  the  surface  practically  "wear 
proof.' ' 

Reinforcement  is  secured  by  strips  of  wood  1  %  in. 
X  %  in.  in  size  framed  together  (see  cut).  To  this 
frame  slabs  of  waterproof  compressed  wood  pulp  are 
cemented  firmly. 

Caxton  Reinforced  Blackboard  is  furnished  in  black, 
green  or  brown.  Fully  guaranteed.  Send  for  free 
sample   and  prices. 


CAXTOiX  CUiCAGU  Adjust- 
able Shade  is  the  most  perfect 
on  the  market.  Shade  and 
cord  form  a  continuous  belt 
through  self-locking  pulleys  at 
top  and  bottom  of  window. 
This  shade  is  always  held  taut 
no  matter  what  its  position. 
This  eliminates  that  objection- 
able ''flapping"  when  the 
wind  is  blowing.  Use  of  this 
inimitable  shade  permits  per- 
fect school  ventilation  and 
lighting.  Furnished  in  all 
standard  shade  fabrics.  Write 
for   full   description   and   prices. 


Caxton  School  Supply  Co.,  560-70  W.  Monroe  St.,  Chicago 


STIPPLES  and  CLOISTERS 

TWO  DISTINCTIVE  LINES  OF 

FACING  BRICK 


In  a  great  variety  of  colors  and  shades 
Especially  adapted 

FOR  SCHOOLS  AND  LIBRARIES 

Our  product  has  been  used  in  hundreds  of  schools 
throughout  the  United  States.  Send  for  our  catalogue 
which  tells  you  where.     It's  free. 

ANNUAL  CAPACITY  ONE  HUNDRED  MILLION 

THE  WESTERN  BRICK  COMPANY 


Peoria,  Illinois 


DANVILLE,  ILLINOIS 

ALSO  FACTORY  BRANCHES 

Indianapolis,  Ind. 


Fort  Wayne,  Ind 


r 
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THEY  SLIDE  TO  SAFETY 

(  )n  the  smooth,  gently  sloping  spiral  slide.  Easily, 
(iriK-rly,  quickly  they  go,  without  a  single  scratch.  They 
reach  the  ground  in  a  standing  position  without  commo- 
tion, without  disorder.  They  escape  unharmed  by  the 
ravages  of  fire. 

This  is  the  method  of  escape  from  fire  when  a  liuild- 
ing  is  equipped  with  a   Kirker-Bender  Fire  Escape. 

The  Kirker-Bender — strong,  durable,  simple  in  con- 
struction— is  a  true  fire  escape  in  every  sense  of  the 
words.  It  is. the  safest,  sanest  escape  ever  built.  Its  ad- 
\antages  over  the  dangerous,  old-fashioned  step  escapes 
(from  which  thousands  have  fallen  to  death!)  are  too 
obvious  to  be  mentioned. 

Every  building  that  requires  a  fire  escape  in  actual 
practice  as  well  as  in  name,  should  be  equipped  with  a 
Kirker-Bender. 

Write  today  for  complete  information. 

Dow  Wire  and  Iron  Works 

INCORPORATED 

LOUISVILLE,  KENTUCKY 


Scott's  Extra  Coated  Hammered  Open  Hearth  Rooting  Terne  Plates 

The    purest    practical    cpiality   base   witli    heavy    coating,    rich    in    block    tin, 
evenly   applied. 

In  use   throughout   the   country   since  th.e   early   "Eighties". 

Follansbee  Bros.  Co.,  Pittsburgh,  Pa. 

Indianapolis  Branch,  615  Traction  Terminal.        Mills,  Follansbee,  W.  Va. 

Used   by   Sheet   Metal   Workers  and   sold   by   Sheet   Metal   Distributors   every- 
where. 


CARNEY'S  CEMENT 

to 

The  Famous  Brick  Mortar  Material 

Works  l)est  under  the  trowel  and  produces  a  bond  as  hard  as  paving  brick. 
Specification:    1   part   Carney's   Cement — 3  parts   sand — no   lime. 

CARNEY'S   CEMENT  COMPANY 

Mills  and   General    (  )ftice,   Mankato,   Minn.    IJranch   office,    Builders   Exchange, 

Minneapolis. 

District  Sales  Offices: 

The  Builders-Sales  Company,  leader-News  Bldg  ,  Cleveland;  Chamber  of  Commerce  Bldg.,  Chicago; 

Post-Dispatch  Bldg.,  St.  Louis;  Omaha  Nat'l  Bank,  Omaha;  James  Quinn,  Jr.,  Book  Bldg.,  Detroit 


Austin  Bricklayers  Cement 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 

Used  especially  for  laying 
Brick  and  Hollow  Tile. 
Makes    a   perfect   bond. 


FOWLER  &  PAY 

MANUFACTURERS 

Mankato,  Minnesota  Works,  Austin,  Minnesota 


No.  1127  Von     i!)u|)rln — inside  elevation. 

Safe  exit  is  a  universal  demand. 

^R^On  'Nuprin    devices  are  used   on  all   high   class   school   houses,  every 

type  of  device  required  for  school  house  construction  is  made.    Every  order  is  a 

special  order,  and  30  days  at  least  is  required  for  the  manufacture  of  the  same. 

No.  12  Z  catalog  on  application. 

VONNEGUT   HARDWARE    CO., 

Manufacturers  and  Distributors  Indianapolis,  Indiana 


